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The ford Rotunda 


Located on Schaefer Road in Dearborn, Michigan. The 
Rotunda, a reconstruction of the Ford exhibit at the 
Chicago World's Fair, was completely redesigned and 
reopened in June 1953, during the Ford Motor Com- 
pany’'s Fiftieth Anniversary observance. Host to millions 
of visitors, the Rotunda is open daily. 
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